To:  Zito,  Kelly[ZITO. KELLY@EPA.GOV];  Press[Press@epa.gov];  Harrison, 

Melissa[Harrison. Meiissa@epa.gov];  StClair,  Christie[StClair.Christie@epa.gov];  Purchia, 
Liz[Purchia.  Liz@epa.gov] 

Cc:  Keener,  Bill[Keener.Bill@epa.gov] 

From:  Rusty  Harris-Bishop 

Sent:  Thur  8/13/2015  12:33:13  AM 

Subject:  RE:  Question  from  CBS  News 

removed.txt 


Yes,  that  is  the  ERRS  contractor. 


Rusty 


Rusty  Harris-Bishop  • Superfund  Project  Manager  * Communications  Liaison  * US  Environmental  Protection  Agency  • 
75  Hawthorne  Street  • San  Francisco,  CA  • 94105  * 41 5.972.3 140  • 415.694.8840  (c) 


From:  Zito,  Kelly 

Sent:  Wednesday,  August  12,  2015  6:07  PM 

To:  Press;  Harrison,  Melissa;  StClair,  Christie;  Purchia,  Liz 

Cc:  Harris-Bishop,  Rusty;  Keener,  Bill 

Subject:  FW:  Question  from  CBS  News 


From:  Zuleta,  Myra  L [mailto:ZulctaM@cbsnews.coml 

Sent:  Wednesday,  August  12,  2015  5:00  PM 
To:  Gray,  David;  Smith,  Paula;  Zito,  Kelly 
Subject:  Question  from  CBS  News 
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Hi  there. 


Wanted  to  confirm  that  that  the  independent  contractor  who  was  working  at  the  Gold  King  Mine 
was  the  Environmental  Restoration  LLC? 

Thank  You, 

Myra  Zuleta 
Producer 

CBS  This  Morning 
Office:  212-975-3115 
Cell:  646-621-5622 

Z ulcUiM  @ cb  sue  ws . c om 
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